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H itachi Power T ools N ails D own the C ompetition with the H igh-Powered 
and Long-Lasting NR90AC2 Full Head Framing Nailer. 



N orcross, GA - H itachi Power Tools has consistently proven itself to be a leading manufacturer of highly durable and 
dependable framing nailers. H itachi continues this tradition of excellence with the introduction of the N R90AC2. 

Simple yet Strong 

0 ne solid piece of extruded aluminum makes up the magazine of this Full H ead Framing N ailer, providing the ultimate 
in durability since there are less parts to break or disassemble. The body is constructed of tough, die-cast aluminum 
and able to withstand the worst jobsite abuse. Finally, a dust filter protects the air inlet, ensuring great performance 
year after year. 

Superior power and performance. 

The N R90AC2 operates at a pressure of 70-100 pounds per square inch (PSI) and is capable of driving up to 3 round 
head nails per second. But that's just the beginning! This fully-loaded full-head nailer feautu res: 

• Aggressive N ail Push Lever - Forcefully grips the surface being nailed for precision and accuracy. 

• Idling Protector - Prevents the possibility of dry-firing when no nails are loaded. 

• Depth of Drive Adjustment Dial - Allows one-touch depth adjustment from counter-sinking to flush driving. 

• 360 Degrees Exhaust - Allows exhaust to be released in any direction to keep it out of your face 

Rugged comfort 

Comfortably sized, the N R90AC2 is designed for daily use by the serious professional. Weighing in at only 8.9 lbs, this 
nailer is compact and lightweight yet still well-balanced. Loading of nails is made easy by the rear-loading magazine, 
and the soft grip handle is designed to provide the ultimate in cushioning for the user. 

Durable. Powerful. Versatile. When it comes to Full-Head framing nailers, theNR90AC2 is driving the 
competition! 



-more- 
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Hitachi NR90AC2, Full Round Head Framing Nailer, Specifications 



Weight 

Dimensions! L X H X W ) 

Operating Pressure 

Air Consumption at 100 PSI 

Grip 

Nail Capacity 
Magazine Type 
Nail Collation, degrees 
Nail Collation 
Nail Diameter 
Nail Length 

D i recti on change of exhaust air 
Standard equipment 



8.9 lbs. 

19-13/16" 
13 7/8" 
4-3/4" 

70-120 PSI 

.095 ft3/cycle 

rubber 

50 to 60 nails (2 strips) 

rear loading 

20 

plastic 

0.113"- 0.162" 
2-3/8" - 3-1/2" 
tool not required 

nose cap, 3 sizes of hex wrenches 
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